Remington 
Model 552 




Similprfldentiotil Patten Guns 

The same basic : .. i;i^;--:c!v Jicps for the Remington Model 552 also apply lo 



Remington Model 552GS 



Data: Remington Model 552 

Origin: United States 

Manulacturcr: Hltm.j lyiun Ama L-umpaiif 

Bridgeport, Connecticut 

Cartridge: HgSnOfl, Longer LdngHBo 

Magazine capacity: 20 Short, 1 ? Long, 1 5 Long Rifle 

Ovefalllenstti: 42 inches 

Barrel length: 25 inches 

Weight; y<yx:n\:; 



The Model 552 was intended to be the 22 caliber c ou nterpart of the 
tciilcrCre Mwlel 742, II J wl have wMiwwliftl similar Mat mid 
handlmp qualities, though it's lighter, of course. Introduced in 1958, 
the 552 is siill in protiunion ;in<! marketed under die name. "Speeri- 
master," a name that was used earlier for die Model 241 . The Model 
552 tins also been offered in u carbine version with a 21-incli barrel 
(5.521"). and a ( ialleiy Special run in 2'2 Short only chambering. 'I he 
instructions apply tn all of these. 



Remington Modal 552C 



Remington Model 552BDL 



riamington Model 552 : 1 61 



Disassembly: 




T Restrain thrt l i.ii ■■urn:- ;ii|;]iiuii Ihri iKiision of its spring. 
■ pull the trigger, a ;:l Jit; hornier down to ths fired 
position. Rcmcve the small spring i-iin (mm 'no liytil 
■:nc .:>ti":= f- Oi^T [■■iTi-'.s ■ 111 1 till :< : ; n i:.l ;.n ,'.4 1 l"s sleeve 
■'■II' ' 1 "■■"■' 1 1 J llaj fofl This will free Iha mrrier and Its 
-■'■I 'rn y ir.tr (rjmaval t orn tho riqh: niiis of lllB group, 
Caution: The cento swing is s;ro:ig and in tmtlar 
some tension, so ssv.w :r,* :■:■„:<<.. i.^y n oil. 



162: Remington Male! 55? 
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REMINGTON 



Model 552 Autoloading Rifle 
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